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St. George’s Hall is a magnificent building of combined 
Greek and Roman styles which was finished in 1854 from 
designs by the late Mr. Harvey Lonsdale Elmes. It 
contains the Assize Courts, a Concert Room and the Great 
Hall, which hall being 169 feet long and 74 feet wide, and 
fitted with Willis’ organ (one of the finest in the kingdom), 
is a favourite place for concerts and recitals. 
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